BREATHE FRESH, COOL AIR... 


















‘Gouge. Custom-built; al- 
ways in full view of 
wearer. Radium dial for 
moximum visibility. 





















Rubber foce mask, with 
laminated safety glass proved. Every cylinder 
Jens; non-fogging. Exhal- tested to 3000 Ibs. pres- 
‘ation valve permits con- sure. 
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Cylinder, LCC. Ape 










The famous Scot De- 
mand Regulotor. Basic- 





Shoulder Pads. Adjust- 

‘able ond detochable. 

ally the some es sup- Just another little detail 

ee BA ealletee to increase Air-Pak com: 
is F 

the Army Air Forces for fort. 

high altitude Aight. 













Cylinder Clamp. A pos 
itive yet quick-releasing 
device. Cannot be ceci- 
dentally bumped loose, 
yet permits cylinder re- 
placement in 60 seconds, 











By-Pass Volve providing 







© continuous flow of cir 
fo the mask, by-possing 
the regulator mechanism 
to conform with Bureau 
of Mines requirements. 

















Back Plate. Anodized al- 
uminum, formed to pro- 
vide comfortable distri 
bution of the Pok, and 
allowing full body and 
‘orm movements. 


Hose fittings ore heovily 
plated for corrosion re 
sistance, and to minimize 
“sparking” danger in pe- 
troleum atmospheres. 




















Hose. Neoprene-cov- ° Cylinder Gauge. Shows 
ered, with wire and neo- \ ‘ cylinder press 
prane care. Tastad to 2/4 if valve is shut off 
times operating pressure. 
























Belt ond harness. Air- 
croft quality webbing, 
neotex-dipped for acid 
resistance. 


Cylinder Valve. Another 
custom-built Scott part 
fo assure dependable 
service. 





APPROVALS s 
Bureau of Mines #1308 
= Factory Mutnel #11452 
States of California, Ohio, 
| Ni D | S PE N S A B L E Wichigan, Penna, and others, 
FIRE-FIGHTING AND SAFETY BREATHING EQUIPMENT Canada). Dep vs ek) dransnons 
@ No fire department can operate efficiently or safely without it. 


@ No industrial plant can afford to overlook the safety (and economy) resulting from Air-Pak use in maintenance, 
or emergencies where heat, smoke, toxic gases or oxygen deficiencies may exist. 


Meet 


THE SCOTT AIR-PAK IS INSTANTLY READY YOU CANNOT “OUT-BREATHE” THE AIR-PAK YOU ARE SAFE WITH THE SCOTT AIR-PAK 
In an emergency the Air-Pak can be placed in Each inhalation provides all the air “demanded” 
action, on its wearer, in less than one minute. It by its wearer, regardless of his lung capacity, 
age, or physical condition. Therefore use of the . i <= 
Scott Air-Pak is not restricted to younger men, or Scott Air-Pak wearer is completely independent 
waiting. No uncertainty of action. men in top physical condition. of the surrounding atmosphere.* 


It does not matter what type of toxic gas is present, 


or if an oxygen deficiency exists, because the 
then instantly responds to his respiratory needs, No 





EVERY NEEDED FEATURE FOR SAFETY, DEPENDABILITY AND LOW OPERATING COST. 


The Scott has a gauge The Scott Air-Pak has The Scott uses AIR ex- | . The Scott has acid and The Scott has a gauge The Scott has a battle- 
prin der wecret sav: been successfully used clusively, eliminating the corrosion proof straps on the Cylinder to pre- 
sion, exactly indicating i 

bos : a and fittings. Every steel 
remaining supply. A in temperatures as ex- obvious hazards of oxy- 3 zs 
gauge that is custom- e surface is treated to mim- ui 
built to provide the treme as from below gen in the presence imize “sparking” in of empty or partly-emp- a mask permitting con- 


maximum in utility. zero to oven heat. of petroleum vapors. petroleum atmospheres. ty cylinders. versation. 


tested and emergency- 


vent the inadvertent use proved Regulator; and 





*Some afmospheres, such as cyanide,can poison thru the skin, 


SAFETY EQUIPMENT DIVISION, SCOTT AVIATION CORPORATION 
229 ERIE STREET, LANCASTER, NEW YORK 


Blank page 
for an even 
page count. 
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3RD GREATEST 
KILLER? 


(ACCIDENTAL DEATHS) 
CONFLAGRATION & BURNING 


ACCIDENTS 


DEATHS* 


1947 
Conflagration 3,315 


Accidental Burns 4,685 


8,000 


*Does not include deaths from 
suffocation and poisonous gases 




















WHAT SCOTT AIR-PAK 
EQUIPMENT CAN DO FOR 
MUNICIPAL FIRE DEPARTMENTS 





Protects lives, and reduces community property losses. 


Enables Chiefs to build enviable department reputations for life, 
-health and property conservation. 


Permits safe, immediate building entry under hazardous breathing 
conditions. Firemen can reach source of fire at once, put it out 
in less time and with greatly reduced water damage. 


|! Habitual Air-Pak use increases morale and efficiency of depart- 
ment men. 


Eliminates those mental hazards which can develop into fear and 
cause accidents. One man’s panic can jeopardize the lives of the 
entire team. 


Air-Paks save training time -- simple to use -- easy to handle. 


Tremendously reduce equipment maintenance costs -- cylinder 
refills save money over costly cannister replacements. 


Safe in any atmosphere -- even where petroleum vapors exist in 
heavy concentrations -- where the use of oxygen could be ex- 
tremely dangerous. 











WHAT SCOTT AIR-PAK EQUIPMENT 
DOES FOR THE USER 


Protects him completely and safely under all dangerous toxic 
fume and smoke conditions. 


Enables him to breathe comfortably regardless of lung capacity, 
size or degree of exertion, adequately supplied with cool fresh air 
at all times. 

Speeds-up action, gets him on the job faster. 


Fog free vision helps him to work faster, more accurately and in 
greater safety. 


Permits conversation, facilitates team work and safe understand- 
ing of oral instructions given during actual operations. 


Permits complete freedom of action, conserves his strength and 
enables him to work without strain. 


Eliminates mental hazards, makes disagreeable work just another 
routine job. Increases his efficiency and ‘‘production’’ under 
unusually difficult conditions. 


Simple to use -- no complicated training or practice necessary. 
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. ee THE PRODUCT 
Ago THE SCOTT AIR-PAK 


Rubber face mask with laminated safety glass lens; non-fogging. 
Clear and unrestricted vision. Exhalation valve permits conver- 
sation. 


Custom built, rugged gauge in full view of wearer, Radium dial 
for perfect visibility. Constant positive check of available air 
supply. No timer, no guesswork. 


The famous Scott Demand Regulator. Meticulously engineered 
for easier breathing. Can’t be outbreathed, Basically the same 
unit supplied by Scott in hundreds of thousands to the Army Air 
forces for high altitude flight. 


By-pass valve providing a continuous flow of air to the mask, 
by-passing the regulator mechanism to conform to Bureau of 
Mines requirements. 


Hose fittings are heavily plated for corrosion resistance, and to 
minimize ‘‘sparking’’ danger in petroleum atmospheres. 


Hose-Neoprene-covered, with wire and neoprene core. Tested 
to 21/2 times operating pressure. 


Belt and harness -- Aircraft quality webbing, neotex-dipped for 
acid resistance -- wears better and longer. 


Cylinder I.C.C. approved. Every cylinder carefully tested to 
3,000# pressure. 


Shoulder pads -- adjustable and detachable. Easily and quickly 
adjusted to comfortably fit any man regardless of size or shape. 


Cylinder Clamp -- A positive, yet quick releasing device for 
instant cylinder change. Replacements can be made in 60 
seconds. Cylinder cannot be accidently bumped loose. 























NOTE: Paragraph 22 below should read as follows: 
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The Air-Pak uses only cool fresh certified air, eliminating the 
hazard of oxygen in the presence of petroleum vapors. Com- 
fortable, natural protection under all breathing conditions. 


Back plate -- Anodized aluminum for lightness and greater com- 
fort. Formed to provide comfortable, balanced distribution of 
the pack, and allows for complete freedom of movement. 


Cylinder gauge shows cylinder pressure even if valve is turned 
off. Prevents inadvertent use of exhausted cylinders. 


The Scott Air-Pak has been used successfully in temperature 
extremes -- from oven heat to below zero. 






Quick-Connect between regulator and low pressure hose saves 
breathing air for actual use and makes instant connection easy 
and positive. 


Scott Air-Pak breathing equipment is ‘‘all purpose working 
equipment’’ -- not just emergency rescue apparatus. 








MAJOR CONSTRUCTION FEATURES OF THE SCOTT AIR-PAK 
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NOT FOUND IN COMPETITIVE DEMAND AIR OR 
DEMAND OXYGEN EQUIPMENT 


Safety guard on cylinder valve. 
Acid and corrosion-resistant harness. 
Acid and corrosion-resistant valves, fittings. 


Scott Air-Pak can be used underwater without modification. 
Competitors do not recommend their equipment for such use. 


Custom-built cylinder valve, with a packing gland that can be 
tightened without dis-assembly. 


A demand regulator proved, and service-tested by the thousands 
in post war years. In addition, a regulator, battle proved by 
literally millions of hours of combat use by our Army Air Forces 
during World War Il. The Scott Demand Regulator is still stan- 
dard portable equipment on every AAF bomber. No other demand 
regulator has had this service background. For the user, that 
means proved dependability. 


A Harness Assembly which fits any man, large or small, and is 
instantly adjustable to him. Does not require time-consuming 
“‘fitting’’. 


A Speaking Diaphragm in the mask adequately permitting conver- 
sation. 


A custom-built Regulator Gauge; not a commercial gauge; water 
and moisture resistant, and with a luminous dial. 


A fool-proof Quick Connect Fitting, connecting the mask hose to 
the regulator. Left uncoupled until its user is ready to enter the 
contaminated area, it permits conservation of air; can be in- 
stantaneously coupled with one hand, with a perfect seal, because 
its long guide prevents cross-threading, even with gloved hands 
or cold fingers. 


A custom-built cylinder clamp, can’t be ‘“‘bumped”’ loose, yet is 
quickly released for 60 second cylinder change. 


That’s why the Scott Air-Pak mustcost more. That’s why it is worth 
more. All of these construction points are vital to long, dependable 
service. 
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AIR-PAKS IN ACTION 
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AIR-PAKS IN ACTION UNDERWATER 











Ocorr Pius 


IMPORTANT ADVANTAGES NOT FOUND 
IN OXYGEN GENERATING EQUIPMENT 


THE SCOTT AIR-PAK 


1 Is safer because it uses AIR only. 
(without the hazard created by the use of oxygen 
breathing equipment in the presence of petroleum 
vapors) 


2 Starts instantaneously -- ‘‘turn on the valve and 
breathe’’. 
(without waiting for chemical reaction) 


3 Costs less to operate. If used for a few minutes, will 
cost only a few pennies for recharge in your recharg- 
ing system. 

(without high cannister cost, for every use -- even 
as short as a few minutes) 


4 Will start immediately and operate efficiently at tem- 
peratures far below zero. 
(without ‘‘warm-up’”’ of equipment in cold weather) 


5 Signals the operator at the start....a flowof cool fresh 
air shows it’s working. 
(without wondering ‘‘is it operating?’’, to be wrong 
can be fatal) 


Scorr Air-Pax Saves You Money- 


COMPARATIVE COST DATA 
SCOTT AIR-PAK VS OXYGEN 
GENERATING EQUIPMENT 


To prove that less than 30 uses of the Air-Pak are required to wipe out 
the cost differential and that after ‘‘less than 30 uses’’, the approxi- 
mate cost per complete use of the Scott Air-Pak is only $2.50, com- 
pared to $6.50 to $7.50 for Oxygen Generating Equipment. 


Assuming -- Purchase of 10 complete Units (including extra cylinder 
with Scott Equipment). Each Unit to be used ten times 
per year in fire service. Each Unit to be used twenty 
times per year in training. Total 30 complete uses. 


AIR-PAK OXYGEN EQUIPMENT 
FIRST COST: 10 Units @ $197.50 $1,975.00 10 Units @ $145.00 $ 1,450.00 
10 Extra 
Cylinders @ $39.50 395.00 
$ 2,370.00 


OPERATING COSTS: 


If air or oxygen is completely Cylinder Refills 

consumed on each use, 

300 required @ $2.50 ea. 750.00 300 required @ $7.00 2,100.00 
Note: Any remaining air in 
Air-Pak can be used. Any (from $1.00 to $1.75 if pur- 
remaining ChemicalinOxygen chaser installs a Cascade 
Equipment cannot be used. Refill system.) 





TRUE COST AIR-PAK $ 3,120.00 OXYGEN EQUIPMENT $ 3,550.00 


Each year thereafter, Scott Air-Pak users would save over $1,350.00 


per year, based on 30 uses per unit per year; more if uses exceeded 
that number. 
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HERE’S HOW OTHER DEPARTMENTS 








ARE DOING IT! 






UTICA, N. Y. 


Chief Leo R. Barry 







CHILLICOTHE, O. 
Chief Loren M. Gant 


PROVIDENCE, R. I. 
Chief Thomas H. Cotter 


nti. 


AIR-PAK users may purchase their own Re- 
charging Systems, permitting immediate refilling 
on the users premises, at a cost considerably less 
than $1.00 per refill. 











Scott Distributors, or refill stations, will re- 
charge your AIR-PAK cylinders at a surprisingly 
low cost, much lower than the cost of any type of 
cannister. 











$ 
z 














Scot? AIR-PAKS are ACCEPTED 
by FIRE DEPARTMENTS 





A FEW TYPICAL EXAMPLES: 


NEW HAVEN, CONN. 


Chief Paul Heinz, nationally recognized exponent of greater fire-fighting efficiency, and Chief 
of one of the most efficient Departments in the world, has ordered and re-ordered Scott AIR- 
PAKS. AIR-PAKS are New Haven’s standard Breathing Equipment. 


NEW YORK CITY 


“Scott AIR-PAK unanimously chosen as the standard self-contained breathing equipment of 
the New York City Fire Department.” 


WICHITA, KANSAS 


**We feel the use of AIR-PAKS held what could have been a $200,000.00 loss to $5,000.00.” 
Chief C. W. Brown. 


MASSILLON, OHIO 


“Without Scott AIR-PAK, the men could not have entered the building with the resulting 
loss of probably $200,000 in building and contents, in contrast to the actual complete loss to 
building and contents of only $1,000.” 


TORONTO, ONTARIO 


“The AIR-PAK works ideally in fighting smoky blazes.” 


PROVIDENCE, R. I. 


“Tested AIR-PAK in 1946. Bought some. Re-ordered in 1947 to equip every fire company. At 
least two AIR-PAKS at every fire.” 


FERNDALE, MICHIGAN 


“Three children trapped—overcome by smoke—rescued by 2 AIR-PAK-equipped firemen.” 
Another example of fast, life-saving action made possible by the use of Scott AIR-PAKS. 


-»e AND THERE ARE HUNDREDS MORE. 
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ALABAMA 


Albertsvillé, Town of 


Alexander F.D. 
Anniston F.D, 
Arab F, D. 
Athens, City 
Clanton F.D. 
Cullman F.D. 
Decatur, City 
Eufaula, City 
Fairfield, F.D. 
Ft. Payne F.D. 
Gadsden F.D. 
Haleyville F.D. 
Hartselle F.D. 
Huntsville F.D. 
Jacksonville F.D. 
Jasper F.D. 
Mobile F.D. 
Oneonta F.D. 
Opelika F.D. 
Piedmont F.D. 
Roanoke F.D. 
Russellville F.D. 
Scottsboro F.D. 
Sheffield F.D. 
Taveres F.D. 


ARIZONA 
Buckeye F.D. 
Catalina F.D. 
Deming F,D. 
Douglas F.D. 
Glendale F.D. 
Prescott F.D. 
Rural F,Prot.Co. 
Safford FD. 
S.Side Bede 
Tueson 
Tolleson F.D. 
Tucson F.D. 
Williams F.D. 
Winslow F.D. 
Yuma F.D. 


ARKANSAS 
N.Little Rock F.D. 


Siloam Springs F.D. 


CALIFORNIA 
Ashland F.D. 
Bakersfield F.D. 
Berkely F.D. 
Beverly Hills F.D. 


MUNICIPAL ATR=-PAK INSTALLATIONS 


CALIF. (Con't.) 


Big Bear Lake F.D. 
Brawley F.D. 
Calexico F.D. 
Calistoga F.D. 
Carpenteria F.D. 
Claremont F.D. 
Coalings F.D. 

Colma F.D, 

Colton F.D. 

Culver City F.D. 
Daly City F.D. 
Dunsmuir City F.D. 
East Vallejo F.D. 
El Centro F.D. 
Fullerton F.D. 
Glendora F.D. 
Huntington Beach F.D. 
Indio F.D. 
Inglewood F.D. 

La Mesa F.D. 
Larkspur F.D. 

Laguna Beach F.D. 
Lake Arrowhead F.D. 
Lindsay F.D. 

Long Beach F.D. 
Long Beach Gas Dept. 
Lynwood F.D,. 

Madera F.D. 

Marin Co, F.D. 
Marced F.D. 
Millbrae F.D. 
Monrovia F.D. 
Montecito F.D. 

Napa F.D. 

Newport Beach F.D. 
Newport Beach Water Dept. 
N,. Sacramento F.D. 
Oakdale F.D. 
Oakland F.D. 
Oakland, Port of 
Oceanside F.D. 
Orange Co.Harbor Dist.,Balboa 
Orange F.D. 

Orange Forestry Dept. 
Pamona F.D. 

Pamona Police Dept. 
Pasadena F.D. 
Rafael F.D. 
Redlands F.D. 
Redwood City F.D. 
Richmond City F.D. 
Riverside F.D. 

San Diego Sewage Plant 





As of: September 1st,1949 
CALIF. (Con't.) 


San Marino F.D. 

San Pablo F.D. 

San Bruno F.D. 

Santa Ana F.D. 

Santa Barbara F.D. 

Santa Paula F.D. 

Seal Beach F.D. 

Signal Hill F.D. 

Southgate F.D. 

Ukiah FD 

Vallejo F.D. 

Valley of Moon F.D. 
Boyes Hot Springs 

Westgate Fire Prot. 
W. Sacramento 

W. Minister F.D. 

W. Riverside F.D. 

Whittier F.D. 

Willows F.D. 

Woodbridge F.D. 

Yreka F.D. 


COLORADO 

Adams City F.D. 
Arvada F.D. 
Aurora F.D. 
Castle Rock F.D. 
Coatez F.D. 

Del Norte F.D. 


Dolores F.D. 

Durango F.D. 

Estes Park F.D,. 

Ft. Lupton F.D. 

Ft. Morgan F.D. 
Glenwood Springs F.D. 
LaJunta F.D. 

Lakewood Mountain F.D. 
Las Animos F.D. 

Mancos Hose Co.No. 1 
Otis F.D. 

Ouray F.D. 

Peetz F.D. 

Pueblo F.D. 

S,Adams County F.D.Derby 
S.W.Adams Co.,Denver 
Sterling F.D. 

Yuma F.D. 


CONNECTICUT. 
Annex F.D. 

Ansonia F.D. 

Beaverbrook F.D.,Danbury 








CONNECTICUT (Con't.) 


Cheshire F.D. 

Danielson F.D. 

Brookfield F.D. 

Derby F.D. 

Eagle Hose Co.,Ansonia 

Goshen F.D. 

Guilford F.D. 

Hamden F.D, 

Hartford F.D. 

Hartford State Police 

litchfield F.D. 

Madison Hose Co. 

Middlebury F.D. 

Middlefield F.D. 

Milford F.D. 

New Britain F.D. 

New Haven F.D. 

New Hope F.D.,Glenbrook 

Newington F.D. 

New London F.D. 

New Milford F.D. 

Newton F.D. 

Noank F.D. 

Norwich F.D. 

Old Saybrook F.D. 

Plainville F.D,. 

Plymouth F.D. 

Poquonock Bridge F.D. 

Rockville F.D. 

Rocky Hill F.D. 

Seymour F.D. 

Saxon F.D. 

Shelton F.D. 

Simsbury F.D,. 

Southington F.D. 

Stamford F.D. 

Stratford Sewage Plant 

Taftville 

Terryville F.D. 

Thomaston F,D,. 

Thompsonville F.D. 

Turn of River F.D. 
Stamford 

Unionville F.D. 

Wallingford F.D. 

Warehouse Point F.D. 

Washington F.D. 

Waterbury F.D. 

Watertown F.D. 

Webster Hose Co.,Ansonia 

W. Hartford F.D. 

W. Haven F.D. 

Windsor F.D. 

Winsted F.D. 

Woodbridge 





FLORIDA 
Carrollton F.D. 
Ft, Myers F.D. 
Gainesville F.D. 
Jacksonville F.D. 


Jacksonville lst Aid Squad 


Lake City Fire Dept. 
Lake Wales F.D. 
Miami F.D. 

Ocala F.D. 

Orlando F.D. 
Pensacola F.D. 

State Hospital F.D. 
Tallahassee F.D. 
Winter Garden F.D. 


GEORGIA 
Atlanta F.D. 
Augusta F.D. 
Cairo F.D. 
Carrollton F.D,. 
Griffin F.D. 
Lithonia F.D. 
Midville F.D. 
Quitman F.D. 


IDAHO 

Ashton F.D. 
Blackfoot F.D. 
Boise F.D. 
Burley F.D. 
Idaho Falls F.D. 
Mountain Nome F.D. 
Payette F.D. 
Shelley F.D. 
Twin Falls F.D. 
Weiser F.D. 





ILLINOIS 

Abingdon F.D. 

Amboy F.D. 

Anawan F.D. 
Belleville F.D. 
Bement Fire Prot.Dist. 
Breese F.D. 

Canton F.D. 
Carterville F.D. 
Carthage F.D. 
Centralia F.D. 
Chic.Div.of Water 
Clarendon Hills F.D. 
Clifton F.D. 

Cicero F.D. 
Columbia F.D. 
Christopher F.D. 
Grete F.D. 


ILLINOIS (Con' te) 


Dixon F.D. 

E. Moline F.D. 
Elgin F.D. 
Elmhurst F.D. 
Flossmoor F.D. 
Galva F.D. 
Hartford F.D. 
Herrin F.D. 
Highland F.D. 
Jacksonville F.D. 
Kankakee F.D. 
Lincoln F,D. 
Marion F.D. 
MeLeansboro F.D. 
Milan F.D. 

Moline F.D. 

Mt. Vernon F.D. 
Muncie F.D. 
Murphysboro F.D. 
O'Fallan F.D. 
Pana F.D. 

Paris F.D. 
Paxton F.D. 
Pinckneyville F.D. 
Peoria San.District 
Red Bud Fire Dept. 
Shannon F,.D. 
Sheldon F.D. 
Silvis F.D. 
Somanauk F.D. 
Streator F.D. 
Sycamore F.D. 

W. Frankfort F.D. 
W. Kankakee F.D. 
Wilmette F.D. 


INDIANA 

Bluffton F.D. 
Brazil F.D. 
Culver F.D. 
Danville F.D. 

Ft Wayne F.D. 

Gas City F.D. 
Greendale F.D. 
Huntington F.D. 
Kokomo F.D. 
Lawrenceburg F.D. 
Muncie F.D. 

New Castle F.D. 
Portland F.D,. 
Rushville F.D. 
Shelbyville F.D. 
South Bend F.D. 
Union City F.D. 
Waterloo F.D. 

W. Lafayette F.D. 





TOWA 

Dubuque FD, 
Exira FD, 

Gedar Rapids F.D. 
Charles City F.D. 
Fairfield F.D. 
Harlan F.D. 
Lansing F.D. 
Missouri Valley F.D. 
Mondamin FD, 

New Albin F.D. 
New Hampton F.D. 
Onawa FD. 
Ottumwa FD, 
Postville FD, 
Shelby F.D. 

Sioux City F.D. 
Villisca F,D, 
Woodbine F.D,. 


KANSAS 

Arkansas City FD. 
City of Neodesha 
Clay Center FD. 
Gonecordia F.D. 
Dodge City F.D. 
Ellis F.D. 
Emporia FD. 
Goodland F.D,. 
Great Bend FD. 
Hays FD. 
Hiawatha FD, 
Hutchinson FD. 
Kansas City F.D. 
Kingman F.D, 
Lyons FD. 
McPherson F.D, 
Newton FD. 
Parsons FD, 
‘Pittsburg F.D. 
Russell FD, 
Wichita FD, 





KENTUCKY 

Louisville F.D. 
Pikeville FD. 
St.Matthews Vol.F.D. 


LOUISIANA 

Baton Rouge F.D. 
Crowley F.D. 

Gretna Fire Co.#1 
Jefferson Parish F.D. 
Jennings F.D. 

Monroe FD, 

Tallulah F.D. 


MAINE 

Auburn FD. 
Bangor FD. 

Bar Harbor FD, 
Brunswick F.D. 
Buckport F.D. 
Gamden FD. 
Caribou FD, 
Hiram F.D.,E.Hiram 
Lewiston FD. 
Madawaska F,D, 
Mexico FD. 
Millinocket F.D. 
N.Vassalboro 
Norway F.D. 
Norway Water Dist. 
Old Orchard F.D. 
Palmer FD. 
Portland F.D. 
Presque Isle F.D. 
Randolph F.D. 
Sanford F.D. 
Skowhegan F.D. 
South Paris F.D. 


MARYLAND 
Arcadia Vol.F.D. 
Brentwood F.D. 
Cumberland F,.D. 
Glen Echo Vol.F.D. 
Greenbelt F.D. 
Kitzmiller F.D. 
Laurel FD. 
Marlboro Vol.F.D. 
Upper Marlboro 
MeCoole F.D. 
Middletown F.D. 
Mount Rainer F.D. 
Poecomoke F.D, 
Riviera Beach F.D. 
Violetsville Vol.F.D. 


MASSACHUSETTS 
Abington F.D. 
Acton F.D. 
Agawam F.D. 
Amesbury F.D. 
Amherst FD, 
Andover F.D. 
Athol F.D. 
Attleboro F.D. 
Auburn F.D. 
Avon F.D. 
Baldwinville F.D. 
Barre F.D. 
Becket F.D. 


MASSACHUSETTS (Con't.) 
Belchertown FD. 
Berlin F.D. 
Bernardston F.D. 
Bolton F.D, 
Bondsville F.D. 
Boston FD. 
Bourne F.D. 
Braintree F.D. 
Bridgewater F.D. 
Brockton FD. 
Brookfield F.D. 
Brookline F.D. 
Burlington F.D. 
Billerica F.D. 
Cambridge F.D. 
Ganton F.D. 
Charlemont F.D. 
Chariton F.D. 
Chelsea FD. 
Chester F.D. 
Chesterfield F.D. 
Clinton F.D. 
Colrain FD, 
Concord F.D. 
Danvers F.D. 
Dartmouth F.D, 
Dedham F.D ° 
Dennis F.D. 
Douglas F.D. 
Dracut F.D,. 
E.Bridgewater F.D. 
E.Brookfield F.D. 
Eastham FD, 
Easthampton FD. 
Edgartown F.D. 
Erving FD. 
Falmouth F.D. 
Fiskdale F.D. 
Fitchburg F.D. 
Foxboro F.D. 
Framingham F.D. 
Franklin FD. 
Freetown FD. 
Gardner FD. 
Gilbertville F.D. 
Gloucester FD. 
Georgetown F.D, 
Granville F.D, 
Great Barrington F.D. 
Greenfield F.D. 
Groveland F,D. 
Hamilton F.D,. 
Harwich FD, 
Hardwick F.D. 
Haverhill F.D, 








MASSACHUSETTS (Con't.) 


Hinsdale F.D. 
Holbrook F.D. 
Holliston F.D, 
Holyoke FD. 
Hopedale F.D. 
Hopkinton F.D. 
Hudson F.D. 
Hyannis F.D,. 
Kingston F.D. 
Lawrence FD, 
Lee FD. 
Lenox F.D. 
Leominster F.D. 
Lexington F.D. 
Littleton FD, 
Longmeadow F.D. 
Lowell F.D. 
Ludlow F.D. 
Lunenburg F.D. 
Lynnfield F.D. 
iynn FD. 
Manchester F.D. 
Mansfield F.D. 
Marblehead F.D. 
Marlboro F.D. 
Marshfield F.D,. 
Maynard F.D. 
Medway F.D. 
Methuen F.D. 
Middleboro F.D, 
Middleton F.D. 
Milford FD, 
Millers Falls F.D. 
Millis F.D. 
Miliville F.D. 
Monson FD. 
Montague FD, 
Monterey F.D, 
Natick F.D, 
Needham F.D, 
New Boston FD. 
Newburyport F.D, 
Newton F.D. 
N Abington F.D. 
Northampton F.D. 
N Attleboro F.D. 
Northboro F.D. 
Northfield F.D,. 
N.Adams F.D, 
N Andover F.D. 
N. Brookfield F.D, 
N,Reading F.D. 
N Wilbraham F.D. 
Norfolk F.D. 





MASSACHUSETTS (Con't.) 


Norwell F.D. 
Norwood F.D. 
Oak Bluffs F.D. 
Onset F.D. 
Orange F.D. 
Otis F.D. 
Oxford F.D,. 
Pelmer F.D, 
Paxton F.D. 
Peabody FD. 
Petersham F.D,. 
Phillipston F.D. 
Pittsfield F.D. 
Plainville F.D. 
Plymouth F.D, 
Reading F.D. 
Revere F.D, 
Rochester FD. 
Russell F.D, 
Salisbury F.D. 
Saugus F.D, 
Scituate F.D. 
Seekonk F.D. 
Shelburne Falls F.D. 
Sherborn F.D. 
Shirley F.D. 
Shresbury F.D. 
Somerset F.D. 
Somerville F.D. 
Southbridge F.D. 
Southwick FD. 
S Hadley Falls F.D. 
Spencer F.D. 
Springfield F.D. 
Sterling F.D. 
Stockbridge F.D. 
Stoneham F.D, 
Stoughton FD, 
Sturbridge F.D. 
Sudbury F,D. 
Sunderland F.D. 
Swampscott F.D. 
Taunton F.D. 
Templeton F.D. 
Baldwinville 
Tewksbury F.D. 
Topsfield F.D. 
Truro F.D. 
Turners Falls F.D. 
Three Rivers F.D, 
Vineyard Haven F.D. 
Wales BeDs 
Wakefield F.D. 
Ware F.D, 
Wareham F.D. 


MASSACHUSETTS (Con't,) 
Warren F.D. 
Watertown F.D. 
Webster F.D. 
Wellesley F.D. 
Wenham F.D. 
W.Barnstable F.D. 
Westboro F.D. 
W.Boyliston F.D. 
W.Bridgewater F.D. 
W.Brookfield F.D, 
W.Newbury F.D. 
Westfield F.D. 
Westford F.D. 
Westport F.D. 
Weston FD. 
W.Springfield F.D. 
Westwood F.D, 
Wilbraham FD. 
Williamsburg F.D. 
Williamstown F,.D. 
Wilmington F.D. 
Winchendon FD. 
Winchester F.D,. 
Winthrop F.D. 
Worcester F.D. 
Worthington F.D. 
Yarmouth F.D. 
W.Barnstable F.D. 


Akron F.D. 

Alama F.D., Kalamazoo 
Allegan F.D. 

Allen Park F.D.,Dearborn 
Auburn Heights F.D.. 
Bad Axe F.D. 

Baraga F.D. 

Bath F.D. 

Belding F.D. 
Belleville City F.D. 
Belleville Twp.F.D. 
Benton Harbor Twp.F.D. 


' Bergland Two.F De 


Big Rapids FD. 
Blackman Twp.F.D.,Jackson 
Blissfield F.D. 
Bloomfield Twp.F.D. 
Birmingham 
Bloomfield Hills F.D. 
Bloomingdale F.D. 
Brighton F.D, 

Burr Oak FD. 

Burton F.D.Twp.,Flint 
Cadillac F.D. 

Center Line F.D. 


MICHIGAN (Con't.) 


Centerville F.D. 
Cheboygann F.D. 
Charlotte F.D. 
Chesaning F.D. 
Clawson F.D. 
Clio F.D. 
Constantine F.D. 
Corunna F.D. 
Covert FD. 
Croswell FD. 
Davison Valley F.D. 
Dearborn F.D. 
Decatur F.D. 
Deckerville F.D. 
Dowagiac FD. 
E, Detroit 
E,Jordan F.D. 
Eastwood F.D. 
Ecorse F.D. 
Erin Twp.F.D.,Roseville 
Ferndale F.D. 
Fleetwood Twp.F.D. 
Flint FD. 
Fostoris F.D. 
Fulton F.D,. 
Gobles F.D. 
Grand Beach F.D. 
Grand Blane F.D. 
Grand Ledge F.D. 
Grandville FD. 
Greenville FD. 
Grosse Pointe Farms FD. 
Grosse Pointe Park F.D. 
Grosse Pointe Shores F.D. 
Harbor Beach F.D. 
Harbor Springs F.D. 
Hazel Park FD. 
Hickory Corners F.D. 
Highland Twp.Vol.F Do 
Holland F.D. 
Huntington Woods City F.D. 
Huron Twp. FD. 
Inkster FD. 
Kalamazoo F,D. 
Laingsburg F.D. 
Lidnse F.D. 
Lawton FD. 
Leoni Twp.F.D. 
Michigan Center 
lincoln Park F.D. 
Livonia Twp.F.D. 
Marine City F.D. 
Warlette FD, 
Marshall FD. 





MICHIGAN (Con't.) 
Mathias Twp.F.D. 
Trenary 
Mayville F.D. 
Mendon F.D, 
Monroe F.D,. 
Mt.Morris F.D. 
Munising F.D. 
Muskegon Heights F.D. 
Nankin Twp.FoD.,Wayne 
New Baltimore FD. 
Niles FD. 
Northville F.D, 
Oak Park F.D. 
Oak Park, City of, Ferndale 
Ontonagon F.D. 
Otisville F.D. 
Otsego F.D. 
Oxford FD. 
Palmyra Vol.F.D. 
Paul Jones Gen'1.Hospital 
Fire Dept. 
Paw Paw FD, 
Pennfield Twp.F.D. 
Battle Greek 
Plainwell F.Do 
Plymouth F.D. 
Portage FD. 
Port Sanilac FD, 
Redford TwpoFD. . 
River Rouge FD. 
Rockland Twp.F.Do 
Rogers City F.D. 
Romeo FD. 
Romulus Twp.F.D. 
Roseville F.D, 
Royal Oak F.De 
St,Clair F.D. 
St.Clair Shores F.D. 
St.Joseph FD. 
St.Louis F.D. 
Saulte Ste. Marie F.D. 
South Haven F.D. 
Spring Lake F.D. 
Sturgis Fade 
Three Rivers F,D. 
Trenton FD. 
Ubley Village F.D. 
Utica Fedo 
Van Buren Twp.F.Do 
Belleville 
Vassar F,D. 
Vicksburg FD. 
Vienna Twp.F.D. 
Wakeshma Twp.F.D. 


MICHIGAN (Con't.) 
Walker Twp.F.D. 
Grand Rapids 
Walled Lake F.D. 
Walloon Lake F.D. 
Warren FD. 
Warren Twp.F.D. 
Van Dyke 
Watervliet F.D. 
Wayne FD. 
W.Bloomfield Twp.F.D. 
Wyoming TwpeF Do 
Grand Rapids 
White Pigeon F.D. 
Winsor Twp.F De 
Pigeon 
Ypsilanti F.D, 
Zeeland F.D. 
Zilwaukee F,D. 


MINNESOTA 
Buffalo F.D. 
Cook F.D. 
Duluth F.D. 
Gilbert F.D. 
Lakefield F.D. 
Montevideo F.D. 
Nashwauk F.D. 
Ortonville F.D. 
St.Paul F.D. 
Worthington F.D. 


MISSOURI 

Cape Giradeau F.D. 
Carthage FD. 
Fredericktown F.D. 
Kinlock F.D. 
Kirkwood F,D. 
Marshall F.D, 
Sedalia F.D. 


MONTANA 
Bozeman F.D,. 
Conrad F.D. 
Kalispel F.D. 
Shelby F.D. 
Whitefish FD. 


NEBRASKA 

Auburn F,D. 
Bellevue F.D. 
Big Springs F.D. 
Brainard FD. 
Crete F.D. 
Crofton F.D. 








NEBRASKA (Con't.) 


Deshler F.D. 
Falls City F.D. 
Fremont F.D. 
Fullerton F.D. 
Hebron F.D. 
Hoderege F.D. 
Lineoln F.D. 
Iyman F.D. 
Norfolk F.D. 
North Bend F.D. 
Oakland F.D. 
Ogallala F.D. 
O'Neill F.D. 
Papillion F.D. 
Scottsbluff F.D. 
Seward F.D. 
Sidney F.D. 
Superior F.D. 
Tecumseh F.D. 
Tekamah F.D. 
Westpoint F.D. 
Wymore F.D. 


NEW HAMPSHIRE 
Derry F.D. 
Enterprise F.D. 
N,Bend 
Fort Hunter FLD. 
Nashua F.D. 
No.Conway F.D. 
Plymouth F,.D. 
Rochester F.D. 
Winchester F.D. 
Wolfboro F.D. 


NEW_JERSEY 
Absecon F.D. 
Allenhurst F.D. 


Amwell Valley F.D. 


Ringoes 
Andover F.D. 


Arbor F.D.,Dunellen 


NEW JERSEY (Con't.) 
Berkley Heights F.D. 
Bloomsbury F.D,. 
Begota F.D. 

Bradley BeachF.D. 


Bradley Beach 1st Aid Squad 


Califon Fire Co. 
Carteret F.D. 
Clinton F.D. 
Closter F.D. 
Closter Slvg.& Emgy.Squad 
Collingswood F.D. 
Columbia F.D. 
Lambertville 
Cresskill Fire Co. 
Deal F.D. 
Dover F.D. 
Dunellen F.D. 
Dunellen Rescue Squad 
Eatontown F.D. 
Eatontown 1st Aid Squad 
Englishtown F.D. 
Fairview F.D. 
Farmingdale F.D. 
Fleming F.D. 
Flemington F.D. 
Florence F.D. 
Fort Lee Emerg.Corps. 
Fort Lee F.D. 
Franklin Lakes F.D. 
Freehold F.D. 
Garfield Emergency 
Garfield F.D. 
Glen Rock F.D. 
Greystone F.D. 
Haddonfield F.D. 
Hamilton Fire Co.,Trenton 
Heasbey F.D. 
Highlands F.D. 
Highlands Sewer Dept. 
Island Hts.F.D. 
Jamesburg F.D. 
Kearny F.D. 


Atlantic City Drill Schodl Keasbey Bd.ofFire Comm, 


Atlantic City F.D. 
Atlantic Heights F.D. 


Asbury Park F.D. 
Avenel F.D. 


Avon-by-the sea F.D. 


Baptistown F.D. 


Basking Ridge F.D. 


Bayville Vol.F.D. 
Belleville F.D. 
Bergenfield F.D. 
Bergen Hose Co.#3 


Kenilworth F.D. 
Keyport F.D. 
Kingwood Twp.F.D. 
Baptistown 
Lakewood F.D. 
Lavellette F.D. 
Lawrenceville F.D. 
Lebanon F.D. 
lincoln Engine Co. 
Perth Amboy 
lyndhurst F.D. 


NEW JERSEY (Con't.) 


Mahwak F,.D, 

Manville Ist Aid Squad 

Manville Fire Dept. 

Matawan F.D. 

Merchantville F.D. 

Middlesex F.D. 

Midland Pk. F.D. 

Milford F.D, 

Millington Rescue Squad 

Millstone Twp.F.D. 
Clarksburg 

Milltown F.D,. 

Mohawk F.D. 

Morgan Hose Co.,S.Amboy 

Mount Arlington F.D. 

Mullica Hill F.D. 

Navesink F.D. 

Newark F,.D. 

New Brunswick F.D. 

New Market F.D. 

New Milford F.D. 

N.Arlington F.D. 

Northfield F.D. 

N.Merchantville Fire Co. 

N.Plainfield F.D. 

Norwood F.D. 

Oakhurst F.D,. 

Oaklyn F.D. 

Ocean Grove F.D. 

Ocean Grove 1st Aid Squad 

Oceanport F.D.. 

Old Bridge Vol.Fire Co. 

Oldwick F.D. 

Osbornville F.D. 

Parry F.D. 

Paterson F.D. 

Peapack F.D.,Gladstone 

Pennsauken Fire Co. 

Perth Amboy F.D. 

Phillipsburg F.D. 

Phillipsburg Emerg.Squad 

Pine Beach Vol.Fire Co. 

Pleasantville F.D. 

Port Washington F.D. 

Rainbow Lakes F.D. 

Ridgefield Street Dept. 

Ridgewood F.D,. 

River Edge F.D. 

Riverside F.D. 

River Vale F.D. 

Roseland F.D. 

Roselle F.D. 

Runnimede F.D. 

Rutherford Rese.Squad 








NEW JERSEY (Gon't.) 
Roxbury F.D, 
Sea Girt F.D, 
Somerville F.D, 
S Hackensack F.D. 
S.Orange F.D, 
Springfield F.D. 
Spring Lake Ist Aid Sqd. 
Stockton F.D, 
Sussex F.D, 
Tenafly F.D, 
Toms River F.D. 
Two .of Rochelle Park 
Trenton Fire Headquarters 
Union Fire Co.,Frenchtown 
Union Hook & Ladder, 

Far Hills 
Vernon Twp.F.D.-Vernon 
Waharton F.D. 
Wallington Police Dept. 
Wanamassa F.D, 
Wash, TwpoF.D. 
Wash. Twp.Police Dept. 
WoLong Branch 1st Aid Sqd. 
Westmont Fire Co. 
Westwood Police Dept. 
Westwood F.D, 
Winfield F.D, 
Woodlynne Fire Go. 
Woolrich FD. ,Swedesboro 
Wood Ridge F.D, 
Wyckoff Police Dept. 
Wyckoff F.D. 


NEW MEXTCO 

Las Vegas F.D, 
Nogales F.D. 
Roswell F.D. 
Tucumeari FD, 
Vaughn Vol.F.D. 


NEW YORK 

Alert Hose Co.,Great Neck,L.I. 

Amsterdam FD, 

Atlantie Hook & Ladder Co.#1 
Port Washington 

Baldwin FD, glsle 

Bayport Fire Dept.,LoI. 

Bay Shore F,Dist, 

Beaver Falls F.D. 

Bloomsbury F.D. 

Brighton F.D. 

Buffalo FD. 

Canandaigua F.D, 

Carle Place F,D, 


NEW YORK (Con't,) 


Carmel F.D, 

Centerport F.D.,Lel. 

Central Fire Station, 
Hudson Falls 

Chatham F.D, 

Cold Springs Harbor F.D.,L.I. 

Congers F.D, 

Copiague F.D.,L.I. 

Corfu FD. 

Cornwall F,D, 

Deluge Hose Co.#1,Newark 

Depew F.D. 

Dolgeville F.D, 

Dunkirk F.D, 

Earlville F.D. 

East Aurora FD. 

E.Greenbush FD. 

E.Northport F.D.,L.1. 

E.Norwich F.D, 

E.Rockaway F.D.,Lole 

E.Syracuse F.D, 

Edmeston FD, 

Ellicott Creek F,D. 

Ellwood F.D. 

Elma FD. 

Enosburg Falls F.D. 

Fort Hunter Eng.& Hose 

Frankfort F.D, 

Franklinville F.D, 

Franklin Sq.& Munson Fire 

Dist. 

Fredonia F,D. 

Freeport L.I., F.Dept. 

Freeport N.Y., F.Dept. 

Garden City Park F.D.,L.I. 

Glen Cove F.D.,Nassau, L.I. 

Glenwood Landing FD, 

Great Neck,L.I., F.Dept. 

Greenport Fire Co.,Hudson 

Halesite F.D, 

Harris Hill FD, 

Hartsdale F.D, 

Hillerest F.D, 

Hinsdale Fire Dept.Syracuse 

Homer EoDe 

Hubbardsville F.D. 

Huntington Fire Dist, 

Ilion F.D, 

Inwood L.I., F.Dept. 

Jamestown F.D., 

Lackawanna F.D. 

Lakeview F.D. 

Lancaster F.D. 

Lake Placid Club 


NEW YORK (Con't,) 


Lindenhurst F.D., L.I. 

Loeust Valley F.D. 

Lowville F.D. 

Lyncourt F.D.,Syracuse 

lyon Falls F.D. 

Malone F.D, 

Manhassett F.D., L.I. 

Marilla F.D. 

Massapequa F.D., LI. 

Mattydale F.D. 

Mechanicsville F.D, 

Mohawk F.D. 

Morish F.Dist. 

Nanuet F.D, 

New Hartford FD, 

New Hyde Park F.D., L.I. 

New York City F.De , 

N.Y¥.City F.D.,Marine Div. 

N.Y. Mills Fire Dept. 

N Amherst FD. 

N.Tonawanda FD, 

Northport F.D., LI. 

Northville F.D. 

Orchard Park F.D. 

Owego FD. 

Oyster Bay F.D., L.I. 

Palisades Interstate Park 
Gom,, Bear Mountain 

Palmyra FD, 

Pawling F.D. 

Pearl River F.D, 

Penn Yan F.D, 

Port Jervis F.D. 

Port Leyden F.D, 

Port Washington F.D., L.I. 

Rensselaer F,D, 

Rhinebeck F.D, 

Rome FD, 

Roosevelt F.D, 

Rosendale F,D, 

Salina Fire Dist. 
E.Syracuse 

Saratoga Springs F.D. 

Sauquoit F.D, 

Searsdale FD, 

Seaford F.D., LI. 

Sherrill F.D, 

Sidney F.D. 

Smithtown Branch F.D., L.I. 

So.Glen Falls Pb 

Spring Brook Fire Dist,#1 

Spring Valley F.D, 

Suffern FD. 

Ticonderoga F.D. 








NEW YORK (Con't,) 

U-Crest Hose Co.,Buffalo 
Unadilla Forks F.D. 

United Owners Assoc., 
Shenorock 

Utica F.D, 

Valley Cottage F.D. 

Valley Falis F.D. 

Vernon FD, 

Village of Clinton 

Waterville F.D. 

Wells F.D. 

Westbury F.D., LI. 

West Chatham F.D, 

West Nyack F.D. 

West Sayville F.D., L.I. 

West Windfield F.D. 

Whi te Plains F.D. 

Winchester F.D. 


NORTH CAROLINA 

Asheboro F.D, 

Asheville F.D. 

Burlington FD, 

Charlotte F.D, 

Charlotte Life Saving Crew 
Durham FD, 

Enka F,D, 

Fayetteville F.D. 


Gaston Life Saving Crew,Gastonia 


Gastonia F.D, 
Goldsboro F.D. 
Greensboro F.D. 
Greensboro Life Saving Crew 
Lenoir F.D, 
Maiden F,D. 
Marion F.D. 
Raleigh F.D. 
Rocky Mount F.D,. 
Wilson F.D. 
Winston=Salem F.D. 


NORTH DAKOTA 
Devils Lake FD. 
Edgeley F.D. 
Harvey F.D,. 
Jamestown F.D,. 
Minott F.D. 


OHTO 

Adena Vol.F.D. 

Akron F.D. 

Alliance F.D, 
Arlington Heights F.D. 
Ashtabula F.D. 


OHIO ___(Gontto 


Austintown F.D. 

Avon Lake Village 
Fire & Police Depts. 
Bainbridge F.D,. 

Bath Twp.F.D.,Everett 

Bloomville F.D. 
Boardman F.D. 
Bridgeport, Ohio F.D. 

Bristolville F.D. 
Canal Fulton F.D, 
Canton F.D, 
Chillicothe F.D. 

City of Dayton,Fire Div. 
Drill School 
Columbus F.D. 
Conneaut F.D. 
Cortland Vol. F.D. 
Coventry F.D. 
Cuyahoga Falls F.D. 

Dalton F.D,. 

Delhi F.D. 

Eagle Lodge, Alliance 
Galion F,D, 

Geneva FD. 

Geneva-On=the=-Lake Vol.F.D. 

Girard F.D. 

Hubbard Fire Dist.#1 
Jefferson F.D. 
Lakemore F.D,. 
Lakewood F.D. 
Laneaster F.D. 
Leavittsburg F.D, 
Lebanon Vol.Fire Co. 
Lockland F.D. 

Lorain FD. 

Lordstown Twp.F.Do 
Louisville F.D. 
Madison F,D, 

Mahoney Valley San.Dept. 
Mineral Ridge 

Marmet FD, 

Martins Ferry F.D. 
Massillon F.D. 
McDonald F.D, 

Medina F.D. 

Mifflin Two.F.D., 
Blacklick, Ohio 
Mogadore F.D. 
Moorefield F.D. 
Newark F.D, ~° 

New Philadelphia F.D,. 
Newton Falls Vol.Fire Co. 
Niles FD. 

Northfield Center F.D. 





OHIO (Con't,) 


N. Olmsted F.D. 
Orrville F.D. 
Piqua F.D. 
Poland F.D. 
Portsmouth FD, 
Reading F.D. 
St.Clairsville F.D, 
Saybrook F.D. 
Shelby F.D. 
So.Amherst F.D. 
So.Ganfield F.D. 
Springfield Twp. F.D., 
Sawyerwood 
Stow F.D. 
Strasburg F.D,. 
Struthers F.D. 
Sylvania FD. 
Twinsburg Vol, F.D. 
Uhrichsville F.D. 
Uniopolis Vol.F.D. 
Warren F.D, 
Wellesville F.D. 
Willard Vol.F.D. 
Youngstown F.D. 


OKLAHOMA 
Bartlesville FD. 
Cherokee F.D. 
McAlester F.D. 
Okmulgee F.D. 
Sapulpa F.D, 
Tulsa Water Dept. 


OREGON 

Dallas F.D. 

Errol Heights F.D.Portland 
McMinnville EoD 

Newberg F.D. 

Portland F.D, 

Salem F.D, 

Sheridan F.D, 


PENNSYLVANTA 
Allentown F.D, 
Ashland F.D. 
Bethlehem FD, 
Boyleston F.D, 
Bridgeville F.D. 
Capitol View Fire Coe, 
Morrisville 
Catasauqua, Borough of 
Geo.Glay F.D., 
W.Conshohocken 
Coatesville F.D. 





PENNSYLVANIA (Con't.) 
Coracpolis FD. 
Cornwell Hts.F.D. 
Dravosburg Vol FD. 
Easton FD, 

Edge Hill Fire Co.,No.Hills 
Eligabeth FD. 

Elkins Park FD. 
Essington Fire Coo 
Fairmount Fire Co. 
Norristown 

Fleetwood FD. 

Fountain Hill F.D. 
Bethlehem 

Friendship Hook & Ladder, 
Boyertown 

Glenside FD, 

Hancock F.D.,Norristown 

Farnsville F.D. 

Heektown F.D. 

Honesdale F.D. 

Hope Fire Co.,Barnesboro 

Hose Go.No.1,Honesdale 

Hughesville F.D. 

Humane Fire EngeCoo, 
Norristown 

Imperial FD. 
Independent F.D., 
Jenkintown 

Kennedy Twp oF De, 
MeKees Rocks 

Langhorne FD, 

Latrobe F,D.,2nd ward 
liberty F.D,,MeKeesport 

Lianerch Fire Co, 

Lyons FD, 

Maine F.D,,Shamolkin 

Narberth F.D, 

Nazareth F.D, 

Neville Island F.Do, 
Pittsburgh 

New Hagle FD. 

Northeast FD, 

N.E,.Grescent Hose Goo 
Oakmont Fire Co.#1, 
Havertown 

Ogovtz F.D.,Elkins Park 

Pennsburg F.D. 

Pioneer Fire Go.#1,Jenkintown 

Pomery Vol.F.Do 

Reckledge F.D, 

Rosedale F,D.,Verona 

Saxonbury FD. 

Seranton F.D, 

Seranton F,D,-Ambulance 


PENNSYLVANIA (Con't,) 


Sellersville Fire Co. 
Sharon FD. 
Shillington F.D. 
Sunberry F.D, 
Taylor F.D. 
Victory Fire Co.,Bethlehem 
Vigilance F.D., Nazareth, Pal 
Washington Twp. F.De 
Belle Vernon 
Washington Twp. F.D. 
Fairhope 
Watsontown F.D. 
Wilkes Barre F.D. 
Willow Grove F.D. 
Yardley F.D. 
Yeadon F.D. 


RHODE ISLAND 


Apponaug F.D. 

Barrington F.D. 

Bayside Vol.F.D.Warwick 

Briston F.D. 

Central Falis F.D. 

Charlestown-Richmond Fire Co., 
Shannock 

Conimicut F.D. 

Cranston F.D. 

E.Greenwich Fire Dist. 

E,.Providence FD. 

Geneve F.D.,North Providence 

Georgiaville FD. 

Greenville F.D. 

Greenwood F.D. 

Johnston Hose Co.#3, Providence 

Lakewood Vol.F.D. »Warwick 

N Attleboro FD, 

N.Kingstown F.D.,Saunderstown 

N,Providence FD. 

N,Smithfield FD. ,Saylesville 

N.Tiverton F.D. 

Pawtueket F.D. 

Providence F,D, 

Rhode Island Prison, Providence 

Seekonk FD. 

Slatersville F,D, 

Valley Falis F.D. 

Warren F.D. 

Westerly F.D. 

Woonsocket F.D. 


SOUTH CAROLINA 
Anderson F.D, 
Geleo F.D,. 
Spartanburg F.D. 


SOUTH DAKOTA 
Avon Vol.F.D. 
Guster F.D,. 
Deadwood F.D. 
Sioux Falls F.D. 
Winner F.D. 


TENNESSEE 
Bristol F.D. 

Draughon's F.D.,Nashville 
Greenville F.D. 

Jacksonville life Saving Crew 
Johnson City Life Saving Crew 
Kingsport F.D. 

Kingsport Rescue Squad 
Knoxville F.D. 

Lebanon F.D. 

Nashville F.D. 

Pulaski FD, 


TEXAS 

Amarillo F.D. 
Electra F.D. 

El Paso F.D. 
Galveston F.D. 
Houston F.D. 

Lindale F.D.,Houston 
Post F,D. 

Rosenberg FD, 

Texas City F.D. 
W.University Firemen,Houston 


UTAH 

American Fork F.D. 
Brigham F.D. 

Cedar City F.D. 
Gircleville F.D. 
Draper 

Logan I.D. 

Magna FD. 

Midvale City Corpe 
Monticello F.D. 
Provo F.D. 
Richfield F.D. 
St.George F.D. 
Salt Lake City F.D. 
Salt Lake County 
Spanish Fork F.D. 


VERMONT 

Brandon F.D. 
Brattleboro F.D. 
Enosburg Falls F.D. 
Morrisville F.D. 
Richford F.D. 








VERMONT (Con't.) 
Rutland F.D. 
St Albans F.D. 


VIRGINIA 

Alexandria F.D. 

Altavista Life Saving Crew 
Bristol F.D. 

Bristol Life Saving Crew 
Buena Vista F.D. 

Buena Vista Life Saving Crew 
Christianburg F.D,. 
Christianburg Life Saving Crew 
Clifton Forge Life Saving Crew 
Covington Rescue Squad 

Danville Life Saving Crew 
Hampton Rds.,San.Dept., 
Norfolk 5 

Lynchburg Life Saving Crew 
Marion L.S.Crew 


Montgomery Co.F.D.,Christianburg 


Newport News F.D. 

Petersburg F.D. 

Phoebus F.D. 

Roanoke F.D,. 

Roanoke Red Cross Chapter 

Roanoke Life Saving Crew 

Salem Rescue Squad 

Southside Emer.Crew, Inc. 
Southside 

County of Warwick, Hilton 
Village 

Williamson Rd.Life Saving Crew 


WASHINGTON 
Darrington F.D. 
Everett F.D. 
Kenmore F.D. 
Lacrosse F.D. 
Lake City F.D. 
Long View F.D. 
Medical Lake F.D. 
Smoqualmie F.D. 
Sunnyside F.D. 
Walla Walls F.D. 
Wilbur F.D. 


WEST VIRGINIA 

Bath F.D.,Berkeley Springs 
Huntington F.D. 

Logan City Court 

Marmet Vol.F.D. 

Newell F.D. 

Philippi F.D,. 

Welch F.D. 


W.VIRGINIA (Gon't,) 


Williamson F.D. 
Williamson Lodge 


WISCONSIN 
Ashland F.D, 
Baraboo F.D. 
Barron F.D. 
Berlin F.D, 
Bloomer F.D. 
Brillion F.D,. 
Brooklyn F.D. 
Butternut F.D. 


Campbellsport Vol.F.D. 


Caroline F.D. 
Casco F.D. 

Deer Park F.D. 
DeForest F.D. 
Dorchester F.D,. 
Eden F.D. 
Edgerton F.D, 
Elkhart Lake F.D. 
Evansville F.D, 
Fairwater F.D, 
Fennimore F.D. 
Fond du Lac F.D. 
Glidden Vol.F.D. 
Hartland Twp.F.D. 
Hilbert F.D. 
Hortonville F.D. 
Iron Ridge F.D. 
Kimberly F.D. 
Kohler F.D. 
Lancaster F.D. 
Little Chute F.D. 
Madison Twp.F.D. 
Menasha F.D. Twp. 
Manitowoe F.D. 
Mauston F.D,. 
Merrill F.D. 
Milltown F.D. 
Milton F.D,. 
Mellen F.D. 

New London F.D. 
New Richmond F.D. 
Oakfield F.D. 
Okauchee F.D. 
Park Falls F.D. 
Phillips F.D. 


Pleasant Valley F.D.. 


Kenosha 
Plymouth F.D. 
Portage F.D. 
Port Washington F.D. 
Racine F.D. 


WISCONSIN (Con't.) 


Random Lake F.D. 
Reedsburg F.D. 
Rice Lake F.D. 
Richland Center F.D. 
River Falls F.D. 
St.Nazianz FD. 
Seymour F.D. 
Spencer Rural F.D. 
Stevens Point F.D. 
Sun Prairie F.D. 
Superior F.D. 
Town of Neenah 
Tutle Lake F.D. 
Twin Lakes F.D. 
Waupun FD. 
Wayside F.D. 
Westfield F.D. 
Whitewater F.D. 


WYOMING 

Buffalo F.D. 
Casper F.D,. 
Evanston F.D, 
Green River F,.D. 
Guernsey F,.D. 
New Castle F.D. 
Newcastle F.D. 
Pine Bluffs F.D. 
Thermopolis F.D. 
Torrington F.D. 
Wheatland F.D, 
Worland Vol.F.D. 


DISTRICT OF COLUMBIA 
Washington D.C.Fire Dept. 


CANADA 

Arthur, Ont.F.De 
Alderwood, Ont.F Do 
Belleville, Ont.F.D. 
Brampton, Ont.F.D. 
Brantford, Ont.F.D. 
Dunnville, Ont.F.D. 
Durham, Ont.F.D. 
Halifax,N.So,FD. 
Islington, Ont.,F.D. 
Kentville, N.So,F.De 
Kirkland Lake, Ont.,F.De 
Magog,Quebec F.D. 
Moncton,N.Be,F.D. 
Montreal,Quebec F.D. 
New Toronto, Ont.,F.D. 
Oakville, Ont.,F.D. 
Oshawa. ’ Ont .F Do 











CANADA (Son't 
Owen Sound, Ont.,F.D. 
Peterborough, Ont.F.D. 
Petrolia,Ont, F.D. 
Searboro, Ont. F.D. 
Thorold, Ont. F.D. 
Timmins, Ont. F.D. 
Toronto, Ont. F.D. 
Weston, Ont. F.D, 
Whitby, Ont. F.D. 
Winnipeg, Man, F.D. 
York Twp. Ont. F.D. 


LOO LATE TO CLA 
Nogeles F.D. Cinwraua) 
BL Segunda F.D. (California) 
Gity of Long Beach 

Life Guard (California) 
Battle Mountain F.D. (Nevada) 
Carline F.D. 





Elko F.D. " 
Bly F.D. " 
Manden F.D,. 5 


Lansing Twp.F.D. (kichigan 
Harvard F.D. (Massacknaette) 
Tallmadge F.D. (Chio) 
Walton F.D. (Kentucky) 
Podunk F.D. (Texas) 
Hamilton F.D. (Alabama) 
Attalla F.D. L) 
Camden F,D. (S.Carolina) 
Spring Lake F.D. (N.Jersey) 
Neptune Twp.1st Aid Squad (N.Jersey) 








Buy Scorr AiR-Paks Wirn 
eS Ahiwirance ~ 


The Scott Air-Pak is the direct result of the vast 
experience gained throughout the war in the design 
and manufacture of oxygen breathing apparatus. 
While the Air-Pak uses clean Certified Pure breath- 
ing air, instead of oxygen, for obvious reasons of 
safety, the demand regulator is basically the same as 
that supplied in many thousands to the Army Air 
Forces. There was never one reported failure of any 
Scott-built regulator during the war years in the 
hundreds of thousands of hours of use. Here again is 
another Scott contribution to safety -- safe breathing 
under all hazardous conditions. 





SCOTT AVIATION CORPORATION 


LANCASTER, NEW YORK 





Established 1932 


Dedicated to .....ee-s 
Safety In Flying 


Safer Breathing Under 
All Conditions 





"Which Scott Air-Pak will best 
serve your customer ? 





Model 6000A2M Model 6000B4A 
For General Purpose For Shorter Uses 





Model 6000C6 
For ‘‘Clean-up,’’ Underwater, 
or Tank Rescue Work. 


Safety Equipment Division 
SCOTT AVIATION CORPORATION 


LANCASTER, NEW YORK 


Form No. 561 _ Copyright 1949 Printed in U.S.A, 





ESTABLISHED IN 1932 





FOR SAFETY—FOR SERVICE 


SS” 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


LANCASTER, NEW YORK 
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